111 Sunnyside Avenue 
Arlington, MA 02474 
April 28, 2023 


Arlington Zoning Board of Appeals 
Re: 10 Sunnyside Ave. Comprehensive Permit 


Dear Arlington Zoning Board of Appeals, 


I’m writing to express my support for the Housing Corporation of Arlington’s 
proposed building at 10 Sunnyside Ave. 


This is a great location for multi-family housing: it’s near public open space, 
a large supermarket, several MBTA bus routes, and numerous amenities in 
Arlington, Cambridge, and Somerville. HCA has a long history of doing great 
work in our community, and I look forward to welcoming them as neighbors. 


Thanks for your time and attention. 


Sincerely, 


Stephen A. Revilak 


